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after riding a block or two he left the bus due to the traffic congestion 
and took a city cab to his apartment on North Beckley Street. Oswald 
stated that after arriving at his apartment he changed his shirt and 
trousers because they were dirty. 

Oswald (denied that he had kept a rifle in the garage at Mrs. 

Paine’s residence in Irving:, Texas, but stated he did have some 
property, including two sea bags and a couple of suitcases, stored there. 

Oswald denied that he was a member of the Communist Party and 


stated he had nothing against President Kennedy personally. He stated, 
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however, that in view of the charges against him he did not desire to 
discuss the matter further. Oswald denied shooting President Kennedy 
and added that he was not aware of the fact that Governor John Connally 
had also been shot. 

The photograph of Oswald holding a rifle and wearing a bolstered 
pistol was exhibited to him and Oswald stated he would not discuss the 
photograph. Oswald Stated the head of the individual in the photograph 
could be his but it was entirely possible that the police department had 
superimposed this part of the photograp'h over the body of someone else. 


Z 

>. 


7 


7 


E. The Assassination Weapon 

During the police search of the Texas School Book Depository 
Building, a rifle of Italian manufacture was found between some boxes 
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